Texas Medical Board 


Mailing Address: P.O.Box 2018 • Austin. Tx 78768-2018 
Location Address: 333 Guadalupe Tower 3 Suite 610 Austin TX 78701 
Phone (512) 305-7100 • Fax (512) 305-7123 


November 7, 2017 

Texas Department of Licensing and Regulation (Midwife) 

POBOX 12057 
Austin TX 78711 

Re: File# 18-1579, MIDWIFE 

Dear Sir or Madam: 

Enclosed please find a complaint regarding a licensee of your agency. Please note that this complaint is 
considered confidential by law and may not be released. 

The complainant has been notified of this referral. Please communicate directly with the complainant 
regarding this matter, rather than contacting the agency. 

Sincerely, 


The Texas Medical Board 
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Sabrina Johnson 


From: TMB - Texas Commonspoke <tmbwebpub@commonspoke.com> 

Sent: Friday, November 03, 2017 4:40 PM 

To: Complaint 

Subject: TMB Complaint Form Submission 


COMPLAINT REGISTERED AGAINST: 

Practitioners Name: Patricia Ghaly 

Address: 12850 Jones Road 

City: Houston 

State: TX 

Zip code: 77070 

Business Phone Number: (281) 469-0093 

PERSON REGISTERING COMPLAINT: 

First Name: Sarah 

Last name: Coors 

Address: 7400 Fannin St Ste 810 

City: Houston 

State: TX 

Zip code: 77054^^^^^^^^^^^^^^^ 

Address: 

Home Phone I limil>< i 
Business Phone Number: 

Patient/Person HarmetN?^Practitioner: 

Date of Birth: 

DETAILS OF COMPLAINT: 

1. Describe your complaint in detail and the events that led to your complaint. 

Include dates and location of treatment, medications prescribed: 

This patient was bom via vaginal breech at CyFair Birth Center. Practitioners listed were Patricia Ghaly and 
Megan Robinson. The note details that the baby's bottom was delivered at 6:52 and the head was not delivered 
until 7:04, 12 minutes later. The baby needed resuscitation at birth including positive pressure ventilation. EMS 
was called and the baby was taken to the hospital. The baby underwent total body cooling due to concern for 
hypoxic ischemic encephalopathy. The baby developed pulmonary hypertension and was on inhaled nitric oxide 
until day of life 25. The EEG was very abnormal, and MRI showed diffuse hypoxic-ischemic injury. The 
injuries sustained due to head entrapment for 12 minutes and subsequent delayed resuscitation will be 
permanent and may be life-threatening. 

2. Have you received a second opinion from another physician?: No 
If so, please give: 

Name of Physician: Timothy Bohan, pediatric neurologist 
Physician's Address: Woman's Hospital of Texas 

Remote Address: 67.100.1.219 


l 






